Limited warranty for Plantronics M 120 Headset 

What Does This Warranty Cover? This warranty covers any defects in workmanship or 
materials in your new headset purchased in the U S. or Canada. For warranty information in 
other countries, contact your local distributor. 

How Long Does The Coverage Last? This warranty runs for one year from the date 
of purchase. 

What Will Plantronics Do? If the in-warranty product is found defective, we will replace 
your product. 

What Does This Warranty Not Cover? DAM AGE CAUSED BY ACCIDENT, ABUSE, MISUSE, 

OR AN ACT OF GOD (SUCH AS A FLOOD) ARE NOT COVERED. IM PUED WARRANTIES, 
INCLUDING THOSE OF M ERCHANTABILITY, FITNESS FORA PARTICUD\R PURPOSE AND NON- 
INFRINGEMENT SHALL (A) HAVE NO DURATION GREATER THAN 1 YR FROM THE DATE OF 
PURCHASE, (B) TERMINATE AUTOMATICALLY ATTHEEND OFTHAT PERIOD, AND (C)TO THE 
EXTENT PERM ITTED BY LAW, BE EXCLUDED. CONSEQUENTIAL AND INCIDENTAL DAM AGES, 
INCLUDING WITHOUT LIMITATION, LOSS OF PROPERTY AND THOSE ARISING FROM BREACH 
OF ANY EXPRESS OR IM PLIED WARRANTY, ARE NOT THE RESPONSIBILITY OF PLANTRONICS, 
AND TO THE EXTENT PERM ITTED BY LAW, ARE EXCLUDED. SOM ESTATES DO NOTALLOW 
THE EXCLUSION OR LIMITATION OF INCIDENTAL OR CONSEQUENTIAL DAMAGES, SO THE 
ABOVE EXCLUSION MAY NOT APPLY TO YOU. 

How Do You Get Service?To obtain service in the U.S. contact Plantronics at 800.544.4660 
and in Canada call 800.540.8363, For international:!. 800. 544. 4660-0 
How Does State Law Apply? This warranty gives you specific legal rights, and you may also 
have other rights which vary from state to state. 

Garantie limitee pour microcasque M 120 de Plantronics 

Que comprend cette garantie? Cette garantie couvre tout defaut de main d'ceuvre ou de 
materiel de votre nouveau microcasque achete au Canada ou aux Etats-Unis. Pour connaitre 
les details de la garantie dans d'autres pays, contactez votre distributeur local. 

Combien de temps dure la garantie? Cette garantie est valide pendant un an a compter 
de la date d'achat. 

Que fera Plantronics? Si le produit sous garantie est juge defectueux nous le remplacerons. 
Qu'exdut cette garantie? LES DOMMAGES CAUSES PAR UN ACCIDENT, UN USAGE 
ABUSIF OU INAPPROPRIE OU UN ACTE DE DIEU (TEL UNE INONDATION), NE SONT PAS 
CONVERTS. LES GARANTIES IMPLICITES, INCLUANT LES GARANTIES DE MARCHANDABILITE, 

DE CONFORMITE A UNE UTIUSATION PARTICULIERE ET DE NON-TRANSGRESSION (A) NE 
POURRONT mE D'UNE DUREE EXCEDANT UN AN A COMPTER DE LA DATE D'ACHAT, 

(B) PRENDRONT AUTOMATIQUEMENT FIN A LA FIN DE CETTE PERIODE, ET (C) SERONT 
EXCLUESA L'INTERIEURDESLIMITESPREVUESPARLA LOI. PLANTRONICS NEPOURRA ETRE 
TENUE RESPONSABLE DESDOMMAGESCONSECUTIFSOU SPECIAUX INCLUANT MAIS NE SE 
LIMITANTPASA LA PERTE DE PROPRIETE AINSI QUE CEUX DECOULANT DU BRISDETOUTE 
GARANTIE EXPRESSE OU IMPLICITE. TOUTEFOIS, CERTAINES PROVINCES INTERDISANT 
L'EXCLUSION DE DOMMAGES INDIRECTS, CONSECUTIFS OU SPECIAUX, L'EXCLUSION 
SUSMENTIONNEE POURRAITNE PAS S'APPLIQUER A VOTRE CAS. 

Comment obtenir un service? Pourjoindre le departement de service, communiquez avec 
Plantronics au 1-800-540-8363 (Canada) ou 1-800-544-4660 (aux Etats-Unis). Pour 
international: 1.800.544.4660-0 

Comment la loi regit-elle cette garantie? La presente garantie vous confere des droits 
precis, et vous pouvez beneficier d'autres droits selon votre province de residence. 
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